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CONFIDENTIAL 

Equipment Board ' 

Agenda for Meeting No. 3-6^1 

DATE: Wednesday, l February 1961 

TIME: 3*00 

PLACE: Conference Boom, 2033 "I” Building 

OLD BUSINESS 

1. Statue of D/F Equipeaents 

2. Equipment Shelters 

3. Uninterrupted Fewer Generators for Overseas 
Installations 
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